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UKVXLOPS SUBSTITUTES JDE METAL PI PXS — Pravdn, Ho 168, 17 Jon 49 

At present practically all pipe lino® are made of metal „ However, 

It has been ft? and that motel pipes can be replaced successfully by reinforced 
concrete pipes or asbestos -oencnt, pre-stressed (reinforced) p tyro, These 
pipea can stand high Internal preeaure without shoving eigne of permeability s 
reinforced concrete pipes up to £5 - 35 atmosphere, and aebeetoB-^®*®^ 
pipes up to 80 atmospheres. 

Soviet specialists haTe developed a nev Improved technique and the 
necessary equipment for producing high-quality etandpipeBc(napQmyye) How- 
ever, the nev nethoda for manufacturing reinforced concrete and asbestoe- 
coKent standpipe a are being Introduced far too elovly. Only the Ministry 
of Construction of Heavy Industry Enterprises recently started production 
of centrifuged aevage pipes at the "Stroydefcal'" Plant in Moscow. But 
even at this plant production of high -pressure reinforced concrete pipes 
Is lagging 

There la no doubt that the production of such pipes would b © of great 
value „ Their use would help' to conserve up to 90 percent of* metal. Pro- 
duction costs would be approximately 4 times less than for irox pipes and 
2^ times, leaathan for steel pipes . By replacing 100 kilometers of metal 
pipes with relnforoed oonorete pipes, it would be possible to |*ve up to 
40 million rabies , 

The production of pre-streesed asbestos -cement pipes would be of still 
gr oaU r value. However, the Ministry of Construction Materia^ Industry 
USSR has not 7 et organized this type of production, preferring to continue 
the production of ordinary, less stable asbestos -cement pipes. 
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twr Hun 6-ltanH mm -- Ukr.iny, So 1*1, 17 Jun 49 

Enterprises of the Kiev Oblaet Adminietration of Construction Jfateriala 
Industry fulfilled the 6-*onth plan for brick firing ahead of schedule. 

The 6-aoath plan has also bben completed for production of adobe brioki 
planks , quarry stone, tar roofing paper, and Molding of ceramic pipes and 
tiles. The enterprlseu pledge to produce 4 Million fired brick* above plan 
by the end of the 6 -month period. 
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